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Whereas the Parliament of India has set out to provide a practical regime of right to 
information for citizens to secure access to information under the control of public authorities, 
in order to promote transparency and accountability in the working of every public authority, 
and whereas the attached publication of the Bureau of Indian Standards is of particular interest 
to the public, particularly disadvantaged communities and those engaged in the pursuit of 
education and knowledge, the attached public safety standard is made available to promote the 
timely dissemination of this information in an accurate manner to the public. 
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( Reaffirmed 2006 ) 



DIMENSIONS OF SEMICONDUCTOR DEVICES 
DEVICE OUTLINE OD 29 



1. Dimensions 



Note — This drawing has been prepared in accordance with IS : 5001 (Part I) -1969 ' Guide for the preparation 
of drawings of semiconductor devices and Integrated circuits: Part I Semiconductor devices ' and IS : 5001 ( Part II )- 
1973 'Guide for the preparation of drawings of semiconductor devices and integrated circuits: P-art II Integrated 
crrcuits '. 



f— NOTE 3 





Reference 




Millimetres 




Degrees 
Norn 


Notes 


Mm 


Norn 


Max 


A 


5-0 


— 


5-2 


— 


— 


a 


2-41 


2-54* 


2-67 


— 


1 


b 


0'407 


— 


0-483 


— 


— 


D 


5*0 


— 


5-2 


— 


— 


d 


1-40 


— 


1-77 


— 


— 


1 


12-5 


— 


14-5 


— 


— 


/i 


— 


— 


2-0 


— 


2 


M 


3-9 


— 


4-2 


— 


— 


P 


— 


— 


— 


90* 


1 


*Means true geometrical position. | 



Note 1 — The cross-section of each terminal at a distance /i /Wax from the seating plane lies in a circle having 
a diameter of 0'84 mm centred at the true geometrical position defining the terminal axis at its point of exit. 

Note 2 — The terminal diameter is not controlled over length /j. 

Notes — The minimum axial length from the seating plane beyond which the terminals may be bent at right 
angles is 3*8 mm. 
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2. Rules for Coding — See 8.1 of IS : 5001 ( Part I )-1969. 

3. Equivalent Designation Code followed by Otiier Countries and Organizations 



Country or Organization 


Designation Code 


India 


0B2g 


lEC 


A40 


Netherlands 


— 


Germany 


10B3 


USA 


— 


United Kingdom 


SO-116 
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